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George Washington's Bedroom is the room 
in which he died. It contains a collection of 
original furniture, the most notable of which 
is the bedstead on which he died. It is six 
feet wide, six and one-half feet long and 
" seven feet high. 
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308 — George Washington's Bedroom (Original Bed), Mt. Vernon, Va. 
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